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Improved Perceptual-Motor Performance Measurement System 



Subject Console 

An integrated battery of tests has been developed 
to measure the primary dimensions of perceptual- 
motor performance. An extensive review of the tech- 
nical literature resulted in the selection of eighteen 
basic measures for inclusion in the battery. As repre- 
sented in the form of standard tests, these measures 
present a rather large spectrum of materials ranging 
from simple paper-and-pencil tests to sophisticated 
electronic and electromechanical devices. 

A test console was developed which demonstrated 
the feasibility of the integrated battery approach. All 
electronic and electromechanical components were 
contained within this unit while a limited number of 
ancillary plug-in components may be used to test 
abilities such as manual dexterity. This test battery 
was administered to a group of ten adult males and 
the results used to refine test procedures and instruc- 
tions and to provide test time estimates. At the con- 


Experimenter Console 

elusion of the program, a report was prepared which 
presents the complete rationale for the development 
program and describes the console in detail. 

The prototype model was built as a single unit. 
While this design was appropriate for conditions in 
which a single individual in isolation could self- 
administer the tests, the system would offer greater 
utility for research purposes if the subject and experi- 
menter functions were separated. In this way, sub- 
jects could be tested within a particular environment 
while the experimenter operated from outside that 
environment. Accordingly, an improved system (see 
illustration) was designed as two units, one for the 
subject and containing all test display and response 
elements, and the other an experimenter console in 
which all test setups, programming, and scoring were 
accomplished. The two consoles may be connected by 
a single multiconductor cable of appropriate length. 
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Notes: Patent status: 

1. While originally conceived for testing the percep- No patent action 

tual and motor skills of astronauts, this system could Source: 

be used, for example, in the selection of pilot train- 
ees lor the military and for commercial airlines. 
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